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TAGS: ESTC, COCOM, GW, UR 

SUBJECT: GERMAN SPECTROMETER SYSTEMS AND LASERS TO 
USSR-IL 1529 AND 1522 

REF: (A) COCOM DOC (76) 178, (B) STATE 120997 

1. GERMAN DEL HAS INQUIRED AS TO STATUS REFCASE WHICH 
HAS BEEN UNDER US LICENSING RESEVE SINCE MAY 18, 1976. 

HIS AUTHORITIES HAVE BEEN INPORMED THAT LICENSE APPLI- 
CATION NO. 184929 PILED IN THIS CASE WITH VALIDITY 
PERIOD TO PEBRUARY 1977. 

2. ACTION REQUESTED: STATUS REPORT REPCASE. 
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